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MINISTRY OF FINANCE 
(Department of Revenue) 

NOTIFICATION 

Customs 

New Delhi, the U)th May, 1958/VaisafcJi'i 20, 1880 

G.S.R. 371. —In exercise of the powers conferred by Sub-Section (3) of Section 
43B of the Sea Customs Act, 1878 (8 of 1878), as in force in India and as applied 
to the State of Pondicherry, the Central Government hereby makes the following 
amendment in the Customs Duties Drawback (Jute Manufacturers) Rules, 1957, the 
same having been previously published as required by the said sub-section, 
namely: — 


Amendment 

For rule 4 of the said Rules, the following rule shall be substituted, namely: — 

4. "Rate of drawback.—The rate of drawback admissible under these rules on 
the shipment of the goods shall be one rupee and sixty naye paise per ton of 
hessian shipped and two rupees and forty naye paise per ton of sacking shipped. 

Provided that no drawback shall be admissible on fractions of a ton of hessian 
or sacking forming part, of a shipment.” 


[No. 171.] 

M. A, RANGASWAMY, Dy. Secy. 
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